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Ad  Text  Robert  Bentley,  Alabama  Governor,  has  decided  to  reform  prison  system. 

This  is  actually  good  news?  Alabama  happens  to  be  one  of  the  nation’s 
poorest  states  which  have  led  to  overcrowd  in  its  prison.  The  prison  system 
houses  24,000  inmates  but  it  was  designed  for  13, 000.  Let  me  enlighten  you  a 
little  on  how  it’s  going  to  be  done.  Four  other  larger  prisons  will  be  built 
additionally  to  prevent  the  rate  of  overcrowd.  Even  though  one  would  have 
taught  of  using  this  money  for  projects  like  health  care  facilities  and  other,  he 
chose  prisons.  It’s  not  bad  though,  at  least  inmates  will  have  free  live  behind 
bars.  It  shows  how  much  he  cares  for  his  people. 

Follow  my  Facebook:  https://www.facebook.com/WilliamsandKalvin 

Subscribe  to  my  YouTube  Channel: 

https://www.youtube.com/channel/UCSbzPCwUDPvDCR6VRaOcDtg 

Follow  me  on  Twitter:  https://twitter.com/Wlliams8kalvin 
Ad  Landing  Page  https://www.facebook.com/WilliamsKalvin-788980617892144/ 

Ad  Targeting  Location:  United  States 

Excluded  Connections:  Exclude  people  who  like  Williams&Kalvin 
Age:  18-51 

Language:  English  (UK)  or  English  (US) 

Placements:  News  Feed  on  desktop  computers  or  News  Feed  on  mobile 
devices 

Exclude:  Multicultural  Affinity:  Hispanic  (US  -  All),  Hispanic  (US  -  Spanish 
dominant),  Hispanic  (US  -  English  dominant),  Hispanic  (US  -  Bilingual)  or 
Asian  American  (US) 

People  Who  Match:  Interests:  National  Museum  of  American  History,  Stop 
Racism!!,  Malcolm  X  Memorial  Foundation,  Maya  Angelou,  Mumia  Abu- 
Jamal,  The  Raw  Story  or  mother  jones,  Multicultural  Affinity:  African  American 
(US) 

Ad  Impressions  6,881 
Ad  Clicks  192 
Ad  Spend  1,138.03  RUB 
Ad  Creation  Date  03/22/16  07:34:48  AM  PDT 
Ad  End  Date  03/23/16  07:34:47  AM  PDT 
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Robert  Bentley,  Alabama  Governor,  has  decided  to  reform  prison  system. 
This  is  actually  good  news?  Alabama  happens  to  be  one  of  the  nation’s 
poorest  states  which  have  led  to  overcrowd  in  its  prison  .  The  prison  system 
houses  24,000  inmates  but  it  was  designed  for  13, 000, Let  me  enlighten  you 
a  little  on  how  it’s  going  to  be  done.  Four  other  larger  prisons  will  be  built 
additionally  to  prevent  the  rate  of  overcrowd.  Even  though  one  would  have 
taught  of  using  this  money  for  proje...  See  More 
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